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; APR 26 Rau 
The Honorable 
The Secretary of State, 
Washington. 


Sirs 


‘Zt have the honor to submit the following report 


& AV 


concerning the present port facilities at Jedda, Saudi”, 
Arabia, followed by an enclosure describing the buoyag® 
system of Jedda Harbor. This material has been furnished 
through the courtesy of the Jedda office of the Calif- 
omnia Arabian Standard 011 Company. 
_ Because of reefs, ships calling at Jeada must moor 
some distance off shore, roughly two or three miles. 
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A pilot comes out to ships and pilots them through the 
outermost reefs to a safe mooring place. 

For the above reasons goods consigned to Jedda are 
landed by lighter. There is a Government (and Customs) 
pier, and « second pier built by the Saudi Arabian Mining 
Syndicate and opened for service in April 1939. Lighter 
facilities are offered by some 70 lighters having a 
capacity of 12 to 14 tons, and about 25 with a 15 to 18-ton 
capacity; and numerous others of smaller capacity. For 
loads heavier than what can be conveniently handled by 
one lighter, two may be lashed together. 

There are no crane facilities for unloading lighters 
at the Government pier, but none the less crated auto-~- 
mobiles are regularly landed there. 

The Saudi Arabian Mining Syndicate Pier was built 
a mile or so north of Jedda, and outside the city walls, 
to serve primarily the needs of the Syndicate. It con- 
sists of a 3300-foot causeway through fairly shallow 
water out to sea, ending in a reinforced concrete dock. 
On the latter are two 5-ton hand cranes and one 15-ton 
' Diesel operated crane. This pier furthermore carries 
two pipe lines for receiving petroleum products from 
tankers. One is an S-inch capacity pipe for receiving 
fuel ofl for the needs of the Saudi Arabian Mining Syndi- 
cate, which possesses a 2500-ton tank.and a 500-ton tank 
for storing fuel o11 and gasoline. The second pipe line 
is one of 6 inch capacity, recently completed by the 
California Arabian Standard 011 Company for the Saudi 
Arabian Government. The latter pipe will serve a large 
storage tank of 39,500 barrel capacity, now in the 
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‘Bnelosure Nos 1 to Despatch No. 2027 
of March 20, 1940, from the Legation, Cairo. 


BUOYAGE SYSTEM - JEDDA HARBOR 
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The buoys are painted and numbered in accordance with the Inter- 
national Agreement for a Uniform System of Bucoyage, Geneva, May 1936, 
starboard hand buoys being painted black and port hand bucys red, and 
numbered from seaward, odd numbers on the starboard hand and even 
numbers on the port hands 


All depths are referred to Low Water Springs, Summer Low Water 


The positions of the buoys and the pier are in relation to the 
positions of the reefs and not in relation to the positions of any 
conspicuous objects within the town wall, the latter would appear to 
be about 250 feet further north than charted. 


Buoy Noe 1 Positions 116 degrees, 1645 cables from the Middle 
Gateway Port Hand Beacone 
Description: Conieal Buoy painted blacks 
Depth of water at this buoy, 6 fathoms. 
Notes This bucy replaces the cylindrical buoy 
previously in this positions 


Buoy Noe 2 Position: 191 degrees, 10.8 cables from the Cable 
Hute 


Descriptions Can buoy painted red. 

Depth of water at this buoy, 4-3/4 fathomse 
Note: This buoy replaces the eylindrical buoy 
previously in a position 192 degrees, 10.95 
cables from the Cable Hute 


Buoy Noe 3 Position: 189 degrees, 12 cables from the Cable 
Hute 
Deseription: Iron drum painted blacke 
Depth of water at this buoy, 2-1/2 fathoms. 


Buoy Noe 4 Positions 175 degrees, 507 cables from the Cable 
Hute 
Description: Can buoy painted rede 
Depth of water at this buoy, 4 fathoms. 


Buoy Noe & Positions 174-1/2 degrees, 1203 cables from the 
Cable Hut. 
Descriptions Iron drum painted blacke 
Depth of water at this buoy, 5-1/4 fathomse 

Buoy Noe 6 Positions: 086 degrees, 1636 cables from the Cable 
Hute 
Description: Can buoy painted rede 
Depth of water at this buoy, 5-1/2 fathoms. 
Notes The width of the channel between buoys Nose 
6 and 9 is 1665 feet. 

Buoy Noe 7 Position: 167 degrees, 5.9 cables from the Cable 
Hute 


Description: Conical bucy painted black. 
Depth of water at this buoy, 4 fathoms. 


Buoy Noe 8 Positions 021 degrees, 4.5 cables from the Cable 
Hute 
Descriptions 


Buoy Noe 


Buoy Noe 
Buoy Noe 


Buoy Noe 
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13 
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17 


19 





Desoription: Iron drum painted rede 
Depth of water et this buoy, 3-1/4 fathomse 


oe o2z8 mes 4075 cables trem the Cable 


Position: 021 degrees, 6.15 cables from the Cable 
Hute 


Desoriptions Iron drum painted blacke 
Depth of water at this buoy, 3-1/4 fathomse 


Positions 263 degrees, 305 cables from the Pier Ende 
Description: Iron drum painted reds 

Depth of water at this buoy, 5-1/4 fathoms. 
Position: 208 degrees, 1655 cables from the Pier End. 
Deseriptions Iron drum painted blacke 

Depth of water at this buoy, 2-3/4 fathoms. 
Positions auld Bsn dohbsed 1e65 cables from the Pier End. 


~~ of water at at this eee fathomse 





Pier End 











Position: 296-1/2 degrees, Se2scqbles from the Pier 


Positions 299 degrees, 69 cables fran the Pier End. 
Deseriptions White stone beacon surmounted by a staff 


2.6 im line bear 521 degrees and are situated 455 
Note, These beacons were placed as an anchoring mark for 
large vessels when mooring stern on to the mooring buoys 
Positions: Late 2162907 Ne Longe 3940920 Be(Approxe ) 
Position: “ 21e29c45 Ne “  <S9e09e4) Bp m 
Fositions * 21631.56 0. * 39010015 Be = 
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AL FALLAHTYAT BEACON 


Located and to be erected soon and will be 


Steel Tower 25 ft. above high water, surmounted by a cage, both tower 
and cage red, face of tower of concrete 6" x 6' x 5* above the reef, 


Latitude 21°%28'-03" North 
Longitude 39°=07'-48" East 
JEDDA HARBOR AND VICINITY 
GAHAAM BEACON 





Completed October 20, 1938. Is 20 feet northwesterly from Old Beacon 
which is now removede 


New Beacon is steel structure totaling 25 feet above high water 
or 26035 feet above reefe It has a topmark of a Globe three feet 
diameter, painted blacke Tower is painted black except is of con- 
crete 6' x 6' x 5e3* above reef. 

Latitude 21927'-14" North 
Longitude 39°=-06t=-34" East 
JEDDA HARBOR 
Wreck Spar Beacon installed October 16, 1938 in mast of wreck of 
French ship near immer gatewaye 
Location being 183 degrees 1008 cables from Cable Hute 
Spar and Globe painted greene 
Total height 19 feete 
Spar 14 feet above waters 


Steff 2 feet and globe 3 feet diameter. 


Cope alwe 


